Dear PineTimer, 
Congratulations on your new PineTime! 


Your PineTime is pre-programmed with 
an open source firmware called 
InfiniTime. Out of the box, without being 
paired with a smartphone or a computer, 
the firmware provides the following 
functionality: 2 different watchfaces, a 
stopwatch, step-counting and heart rate 
monitoring (as well as a handful of 
games). More functionality becomes 
available once you pair your smartwatch 
via BLE (Bluetooth Low Energy) to a 
smartphone or a computer. An InfiniTime 
compatible companion application will 
allow you to synchronize time, use turn 
-by-turn navigation and control music 

_ playback on your Android or Linux 
smartphone. 


Currently supported companion 
applications: 


-Gadgetbridge (https: Egage nage 
org/) on Android 

eAmazfish (https://github.com/piggz/ 
harbour-amazfish) on Linux (desktop 
and mobile) 

‘Siglo (https://github.com/alexr4535/ 
siglo) also on Linux (desktop and mobile) 
eNRFConnect on Android and iOS also 
provides a limited set of functionalities | 


InfiniTime is actively developed by a 
community of developers and end-users, 
and it is more than likely that a new 
version of the firmware will be available 
by the time you receive your device. We 


- highly recommend that you update the 


firmware to the latest stable version. 
The installation of a new version of the 
firmware is done by applying an OTA 
(Over The Air) update using one of the 
aforementioned companion applications. 


You can check the version by swiping 
the display on the right, followed by 
tapping on the gear icon on the bottom 
right, then, in the list, swiping down and 
tapping on About. Be sure to update to 
the latest version of InfiniTime, upgrade 
the bootloader and install the recovery 
firmware - in this specific order. The new 
bootloader provides more functionality 
and is more stable, and InfiniTime 1.0+ 
provides more functionalities than earlier 
versions. 


lf the PineTime displays a digital 
watchface with a red-colored heart 
indicator and a blue-colored step 
indicator, then you are running InfiniTime 
1.0 or newer. A monochrome watchface 
indicates an older firmware revision. 


Please reference our Wiki for more 
information about the firmware update 
procedure: 
https://wiki.pine64.org/wiki/Upgrade _ 
PineTime to InfiniTime 1.0.0 


Newest InfiniTime firmware can be 
downloaded from: 
https://github.com/JFO02/InfiniTime/ 
releases 


Enjoy your PineTime | 
PineTime developers and community 


